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An additional charge of two cents per clock (not to exceed 25 cents) is made for 
packing Alarm clocks in less than case lots. 

All Enameled clocks in single boxes, three clocks to a package. 
All Oak and Walnut Mantel clocks packed six in a box. 

All Kitchen, Hanging, 8-inch and 10-inch Drop Octagon, 8-inch and 10-inch 
Ingot, clocks packed six in a box. 

All other Hanging clocks, packed singly. 

When clocks are packed regularly six in a box, an additional charge of 10 cents 
per clock is made for packing singly. 

Kitchen Mantel or Hanging clocks fitted with: 
Gongs, 45 cents each additional, list. 
Alarms, 45 cents each additional, list. 
Calendar, 40 cents each additional, list. 
Thermometer and Barometer, 55 cents each additional, list. 
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Unique, Distinctive and Superior Features which mark the 
most advanced step in alarm clock development 
Patented and applied only to 
INGRAHAM ALARM CLOCKS 



Figure 1. Patent "Stem Shut-off" used on clocks 
with "Bell Inside Case." The most convenient, 
practical and positive alarm shut-off ever put on a 
clock. 



Figure 2. Concentrically arranged bell located 
entirely within the case between the dial and the 

movement. The case 



Fig. 1 



Fig. 2 



A-Dial 
B-Bell 
C-DustCap 
D— Movement 





THE"STEM SHUT OFF" 



Alarm released by raising ball 
Alarm stopped by pressing ball down 



is divided into two 
compartments by a 
dust cap located be- 
tween the bell and 
movement; the for- 
ward compartment 

contains the bell and is perforated to let out the sound, 
the other is perfectly tight and dust-proof and con- 
tains the movement. 

A bell arranged in this manner has many advantages 
over placing it on top of case, or at the back. Being 
wholly within the case, it cannot be muffled by coming 
in contact with any foreign object, nor can it be 
displaced or 
thrown out of 
a djustment, 
as frequently 
happens when 
the bell is on 
top or back of 
case. 

As the diam- 
eter of the bell 
is practically 
that of the in- 



Fig. 3 



terior of the case, it is in consequence much 
larger and noisier than any other bell on the 
market. 



Figure 3. Cup bell located within the 
case between the bottom edges of the move- 
ment plate and the case, and housing the 
balance wheel, thus protecting a vital part 
of the movement. This arrangement se- 
cures the same advantages over the outside 
bell as referred to in Figure 2 with a lower 
cost of construction. 

Fig. 4 Figure 4. Winding Key. This key may be 

turned down for convenience in packing, but is so 
formed that when raised to winding position the 
tension holds it upright (see arrow). The advan- 
tage of such a key over the ordinary turn-down key, 
which drops down each time the operator lets go 
to take a new hold, will be appreciated. 
Ingraham Alarm Clocks are made of the best material obtainable and con- 
structed on scientific principles by the best methods and workmanship. 

Every clock is thoroughly tested before it leaves the factory and is warranted 
a first-class timekeeper. The alarm adjustment will be found practically perfect, and 
the alarm may be relied upon to "go off" at the time set. 





DOWN. 
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INDIAN 

List price, per clock, 
$1.23 

Thirty-hour time alarm, 
Diam. of case, 4K inches. 
Nickeled and highly pol- 
ished. Bell inside case. See 
Fig. 8, page 2. "Stem shut- 
off." See Fig. 1, page 2. 

Packed fifty clocks in a 
box, each clock in a sepa- 
rate pasteboard box. 

These clocks may be 
had with name and ad- 
dress imprinted on dial, 
in case lots, without 
extra charge. 



FIAT 

List price, per clock, 
$1.29 

Thirty-hour time alarm. 
Diam. of case, 43^2 inches. 
Nickeled and highly polished. 
Bell inside case. See Fig. 3, 
page 2. "Stem shut-off." See 
Fig. 1, page 2. 

Packed fifty clocks in a box, 
each clock in a separate paste- 
board box. 

These clocks may be had 
with name and address im- 
printed on dial, in case lots, 
without extra charge. 
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VEDETTE 

List price, per clock, 
$1.32 

Thirty-hour time alarm. 
Diam. of case, 4^ inches. 
Solid brass, nickeled and highly- 
polished. Bell inside case. See 
Fig. 3, page 2. "Stem shut- 
off." See Fig. 1, page 2. 

Packed fifty clocks in a box, 
each clock in a separate paste- 
board box. 

These clocks may be had 
with name and address im- 
printed on dial, in case lots, 
without extra charge. 





TRIUMPH 

List price, per clock, 

$1.38 

Thirty-hour time alarm. 
Diam. of case, 43^ inches. 
Solid brass, nickeled and 
highly polished. Stem, ring, 
feet and keys nickel plated. 
Bell inside case. See Fig. 
3, page 2. "Stem shut- 
off." See Fig. 1, page 2. 

Packed fifty clocks in a 
box, each clock in a separate 
pasteboard box. 

These clocks -may be 
had with name and ad- 
dress imprinted on dial, 
in case lots, without ex- 
tra charge. 
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STANDARD 

List price, per clock, 

$1.38 

Thirty-hour time alarm with 
''shut-off" switch. Height, Oj^ 
inches. Diam. of case, 4^2 inches. 
Solid brass, nickeled and highly- 
polished. 

Packed fifty clocks in a box, 
each clock in a separate paste- 
board box. 

These clocks may be had 
with name and address im- 
printed on dial, in case lots, 
^without extra charge. 



THE RATTLER 

List price, per clock, 
$1.29 

Thirty-hour time alarm with 
"shut-Off" switch. Height, 6^ 
inches. Diam. of case, 4, 1 2 inches. 
Nickeled and highly polished. 

Packed fifty clocks in a box, 
each clock in a separate paste- 
board box. 

These clocks may be had 
with name and address im- 
printed on dial, in case lots, 
without extra charge. 
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SIREN 
List price, per clock, 

$1.75 

Thirty-hour time, long 
alarm. Diam. of case, 43^ 
inches. Nickeled and high- 
ly polished. 43^-inch solid 
brass reverse dial. Large 
bell inside case. See Fig. 
2, page 2. Alarm rings four 
minutes. "Stem shut-off." 
See Fig. 1, page 2. 

Packed fifty clocks in a 
box, each clock in a sepa- 
rate pasteboard box. 

These clocks may be 
had with name and ad- 
dress imprinted on paper 
dial, in case lots, with- 
out extra charge. 





CINCH 

Intermittent 
List price, per clock, 

$1.75 

Thirty-hour time, alter- 
nating alarm. Diam. of 
case, 43^ inches. Solid 
brass, nickeled and highly 
polished. Bell inside case. 
See Fig. 3, page 2. Alarm 
rings alternately every fif- 
teen seconds for ten min- 
utes. "Stem shut-off." See 
Fig. 1, page 2. 

Packed fifty clocks in 
a box, each clock in a sepa- 
rate pasteboard box. 

These clocks may be 
had with name and ad- 
dress imprinted on dial, 
in case lots, without 
extra charge. 
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VIBRATOR 

List price, per clock, 
$2.20 

Thirty-hour time, alter- 
nating alarm. Diam. of 
case, 4^/2 inches. Solid 
brass, scratched finish. 43^- 
inch solid brass silver-plated 
reverse dial. Large bell 
inside case. See Fig. 2, 
page 2. Alarm rings al- 
ternately every fifteen sec- 
onds for twelve minutes. 
"Stem shut-off." See Fig. 
1, page 2. 

Packed fifty clocks in a 
box, each clock in a sepa- 
rate pasteboard box. 

These clocks may be 
had with name and ad- 
dress imprinted on paper 
dial, in case lots, without 
extra charge. 



ROTATOR 

List price, per clock, 
$2.20 

Thirty-hour time, alter- 
nating alarm. Diam. of 
case, 43^2 inches. Solid 
brass, nickeled and highly 
polished. Large bell inside 
case. See Fig. 2, page 2. 
Alarm rings alternately 
every fifteen seconds for 
twelve minutes. "Stem 
shut-off." See Fig. 1, page 
2. 

Packed fifty clocks in a 
box, each clock in a sepa- 
rate pasteboard box. 

These clocks may be 
had with name and ad- 
dress imprinted on dial, 
in case lots, without 
extra charge. 
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AUTOCRAT 



Fifty-five Hour Time 
Alternating Alarm 



List price, per clock, 
$2.95 




HEIGHT, 71/4 INCHES 

THIN MODEL CASE, SCRATCHED BRASS OR NICKEL FINISH. NO PROJECTING 
FRONT LEGS. IVEROID DIAL. CONVEX GLASS. 

MADE LIKE A WATCH-LOOKS LIKE A WATCH-RUNS LIKE A WATCH 
Alarm Rings alternately every 15 seconds for 12 minutes 

Large bell inside case. See Fig. 2, page 2. "Stem shut-off." See Fig. 1, page 2. The Iveroid dial is a 
splendid imitation of porcelain. The toric crystal (convex glass) obviates all sheen and refraction and 
renders dial numerals absolutely distinct from any angle. This is a great improvement over the ordi- 
nary flat glass which is so affected by slanting rays as to entirely obliterate the dial at certain angles 
and make it indistinct from any position except directly in front. 

Packed twenty-four clocks in a box, twelve scratched brass and twelve nickel finish, each clock in a 
separate pasteboard box. 

These clocks may also be had with name and address imprinted on 
paper dial, in case lots, without extra charge. 
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MERRIMAG 
List price, per clock, $1.97 



The Clock with the 
Concealed Bell 

Thirty-hour time, twelve-min- 
ute alternating alarm with "shut- 
off" switch. Indestructible 
enameled iron case. Height, 53^ 
inches; width, 5 inches; dial, 
334 inches, solid brass. 

Alarm rings alternately every 
fifteen seconds for twelve minutes, 
with "shut-off" switch. 

Twenty-four clocks in a case, 
each in a pasteboard box. 

These clocks may also be 
had with name and address 
imprinted on paper dial, in 
case lots, without extra charge. 




Illustration One-half Actual Size of Clock 



ADMIRAL 
List price, per clock, $1.97 




The Clock with the 
Concealed Bell 

Thirty-hour time, twelve-min- 
ute alternating alarm with "shut- 
off" switch. Indestructible 
enameled iron case. Height, 53^ 
inches; width, 5 inches; dial, 
334 inches, solid brass, silvered. 

Alarm rings alternately every 
fifteen seconds for twelve minutes, 
with "shut-off" switch. 

Twenty-four clocks in a case, 
each in a pasteboard box. 

These clocks may also be 
had with name and address 
imprinted on paper dial, in 
case lots, without extra charge. 



Illustration One-half Actual Size of Clock 
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DRYAD 
List price, per clock, $2.35 




Height, 6}4: inches; width, 4 inches; metal dial, 334 inches. 
Thirty-hour time, twelve-minute alternating alarm with "shut-off" 
switch. 

The bell is contained entirely within the case. Patent dust cap to protect 
movement and render case dust-proof. 

The alarm rings for about a quarter of a minute, and is silent a similar period, 
alternating thus for about twelve minutes, but is fitted with a manual "shut-off" 
by means of which the alarm may be discontinued at will. 

Packed twenty-four clocks in a box (eight brass finish, eight nickel finish, eight 
copper finish), each clock in a separate pasteboard box. 

These clocks may also be had with name and address imprinted on 
paper dial, in case lots, without extra charge. 
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Cabinet Clocks 




Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 



PRESTO 

Five-inch white or fancy 
dial. Height, 10% inches. 
Length of base, 11 M inches. 
Solid oak rubbed finish, wood 
columns, gilt trimmings. 

$5.15 








PALM 

Five-inch white or fancy dial. Height, 
103^8 inches. Length of base, 11 3^8 inches. 
Mahogany finish, metal columns, gilt 
trimmings. 

$4.85 



PROCTOR 

Five-inch Iveroid dial with convex glass. 
Height, 123^8 inches. Length of base, 10 
inches. Solid oak rubbed finish, metal 
columns, gilt trimmings. 

$5.45 
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Natural Grain Mahogany Rubbed Finish Cases 



Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Gup Bell 

5-inch Iveroid Dial 

Convex Glass 




BURGUNDY 

Height, 10 3^ inches. Width, 11 inches 

$7.60 




BURMA 

Height, 934 inches. Width, 9}4 inches 

$7.00 



BENGAL 

Height, 934 inches. Width, 10 inches 

$7.30 
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Natural Grain MahoganyJ Rubbed Finish Cases 



Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch Iveroid Dial 

Convex Glass 




BERLIN 

Height, 1234 inches. Width, 9 inches 

$7.30 



BELMONT 

Height, 12 inches. Width, 9 inches 

$7.30 
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Natural Grain Mahogany Rubbed Finish Cases 



Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch Iveroid Dial 

Convex Glass 




ALBION 

Height, 10 inches. Width, 9% inches 

.05 




ALGIERS 

Height, 10 inches. Width, 9% inches 

$8.05 



ALEXIS 

Height, 10 inches. Width, 9% inches 

$8.05 



THE E. INGRAHAM CO., BRISTOL, CONN. 



15 



Natural Grain Mahogany Rubbed Finish Cases 
Brass Panels Front and Sides 




AZTEC 

Height, 113^ inches. Width, 83^ inches 

$9.50 




Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch 5 Solid Brass, Silvered Dial 

Convex Glass 




AUDIT 

Height, 11 3^2 inches. Width, 8^2 inches 

$9.50 



ARROW 

Height, 11% inches. Width, 8% inches 

$9.50 
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Natural Grain Mahogany 

Rubbed Finish Cases 

Inlaoid Decoration 

Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 




BELFRY 

5-inch Solid Brass Silvered Dial 

Convex Glass 

Height, 123^2 inches. Width, §y 2 inches 

$9.50 




AZURE 

5-inch Iveroid Dial, Convex Glass 
Height, 12 H inches. Width, 93^ inches 

>.50 




CENSOR 

5-inch Iveroid Dial, Convex Glass 
Height, 123^2 inches. Width, 9^ inches 

$9.50 
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ESSEX 

5-inch Solid Brass Silvered Dial and 
Convex Glass 

Height, 123^ inches. Width, 9}4 inches 

$9.50 




Natural Grain 
Mahogany Rubbed 

Finish Cases 
Inlaoid Decoration 

Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 




ENFIELD 

5-inch Iveroid Dial and Convex Glass 
Height, 14 inches. Width, 10 inches 

$9.50 



ALLIANCE 

5-inch Iveroid Dial and Convex Glass 
Height, 11 inches. Width, 12^ inches 

$10.50 
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Natural Grain 

Mahogany 
Rubbed Finish 

Cases 



Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch Iveroid Dial 

Convex Glass 




ANTLER 

Height, 11 inches. Width, 12 ^ inches 

$10.50 




ARGENT 

Height, 11 inches. Width, 12^2 inches 

$10.50 
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Enameled Wood Cases 



Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 

5-inch 
White or Fancy Dial 




Height, 11 inches. Width, 10 inches 
Gilt Trimmings 



Height, 10 3^2 inches 

Length of Base, 1234 inches 

Green Metal Columns 

Gilt Trimmings 

$7.15 
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Enameled Wood Cases 

Eight-Day 

Patent Regulator 

Hour Cathedral Gong 

Half-Hour Cup Bell 





Height, 11 K inches. Width, 10 M inches 

Copper Columns, Bronze Trimmings 

5-inch Brass Dial, Convex Glass 

$7.15 



Height, 113^ inches. Width, 10 % inches 
Copper Columns, Bronze Trimmings 
5-inch Brass Dial, Convex Glass 

$7.15 
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Height, 113^ inches. Width, 10% inches 
Nickeled Columns, Gilt Trimmings, 5-inch 
Metal Silver plated Dial, Convex Glass 

$7.15 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11% inches. Length of Base, 12 inches 

Green Marbleized Columns. Gilt Trimmings 

$7.30 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 15 inches 
Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 

$7.30 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Ecru Marbleized Mouldings. Red Metal Columns. Gilt Trimmings. 

$7.80 




5-inch Brass Dial and Convex Glass 

Height, 1134 inches. Length of Base, 16 3^ inches 

Green Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$7.90 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 
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5-inch Iveroid Dial and Convex Glass 
Height, 11 % inches. Length of Base, 16 inches 
Copper Columns. Bronze Trimmings 

$8.00 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 1732 inches 

Gilt Trimmings 

$8.00 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CLIMAX 

White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 16 inches 
Green Metal Columns. Gilt Trimmings 

$8.00 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 163^ inches 

Green Metal Columns. Gilt Trimmings 

$8.10 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Ecru Marbleized Mouldings. Red Metal Columns. Gilt Trimmings 

$8.10 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 15 inches 
Green Marbleized Mouldings. Engraved Wood Columns. Gilt Trimmings 

$8.10 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 inches 

Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 




White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 15 inches 

Green Marbleized Mouldings and Panels. Green Metal Columns 

Gilt Trimmings 

$8.15 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 
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CASINO 

5-inch Brass Dial with Convex Glass 

Height, 11 inches. Length of Base, 1634 inches 

Green Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$8.20 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 17 inches 
Imitation Onyx Columns. Green Marbleized Mouldings and Panels. Gilt Trimmings 

$8.20 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




5-inch Iveroid Dial with Convex Glass 

Height, 10M inches. Length of Base, 16% inches 

Cathedral Glass Window Effect. Green Metal Columns. Gilt Trimmings 

$8.25 
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5-inch Iveroid Dial with Convex Glass 

Height, 11 J^ inches. Length of Base, 16 \i inches 

Ecru Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.30 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15 ^ inches 

Green Marbleized Mouldings and Columns. Gilt Trimmings 

$8.40 




^> 



White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Green Marbleized Mouldings. Engraved Wood Columns. Gilt Trimmings 

$8.55 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 17 inches 

Green Marbleized Mouldings. ImitationOnyx Columns. Gilt Trimmings 



1.55 



tm 
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5-inch Iveroid Dial with Convex Glass 

Height, 11^ inches. Length of Base, 17 inches 

Green Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$8.65 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 
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White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 17 inches 
Green Marbleized Mouldings and Columns. Gilt Trimmings 

$8.65 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 17 inches 
Green Marbleized Mouldings. Green Metal and Onyx Columns 

Gilt Trimmings 

$8.65 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 16 inches 

Red Marbleized Mouldings. Imitation Onyx Columns. Gilt Trimmings 




5-inch Iveroid Dial with Convex Glass 
Height, 12% inches. Length of Base, 16 \i inches 
Green Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.75 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CYMBAL 

White or Fancy 5-inch Dial. Height, 11^ inches. Length of Base, 17 inches 
Green Marbleized Mouldings and Columns. Gilt Trimmings 

$8.75 




muim mi mm nn i m win i in b i h i i n i 1 1. 1 urn 




5-inch Iveroid Dial with Convex Glass 
Height, 13 inches. Length of Base, 17 inches 
Green Marbleized Mouldings. Bronze Trimmings. Copper Columns 

$8.75 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 
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5-inch Metal Silvered Dial with Convex Glass 
Height, 11 % inches. Length of Base, 17 inches 
Red Marbleized Mouldings. Nickel Columns. Gilt Trimmings 

$8.75 




White or Fancy 5-inch Dial 
Height, \\\i inches. Length of Base, 163^ inches 
Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 

$8.75 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




5-inch Iveroid Dial with Convex Glass. Height, 10 inches. Length of Base, 16 inches 
Cathedral Glass Window Effect. Gilt Trimmings 




5-inch Brass Dial with Convex Glass 

Height, 12% inches. Length of Base, 16 K inches 

Ecru Marbleized Mouldings. Copper Columns. Bronze Trimmings 

$8.90 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




ADRIAN 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 173^ inches 

Green Marbleized Mouldings and Columns. Gilt Trimmings 




White or Fancy 5-inch Dial 

Height, 123^2 inches. Length of Base, 17 inches 

Green Marbleized Mouldings. Imitation Onyx Columns. Gilt Trimmings 

$8.90 



THE E. INGRAHAM CO., BRISTOL, CONN 



39 



Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 
Height, 11 inches. Length of Base, 1734 inches 
Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 

$8.90 




5-inch Iveroid Dial with Convex Glass 
Height, 10% inches. Length of Base, 183 2 inches 
Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 

$8.90 
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Enameled Wood Gases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




White or Fancy 5-inch Dial 

Height, 12 inches. Length of Base, 16 inches 

Red Marbleized Mouldings. Imitation Onyx Columns. Gilt Trimmings 

$8.90 




5-inch Iveroid Dial with Convex Glass 

Height, 11 inches. Length of Base, 203^ inches 

Cathedral Glass Window Effect. Green Metal Columns. Gilt Trimmings 

$9.10 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 




White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 18 K inches 

Red Marbleized Mouldings. Imitation Onyx Columns. Gilt Trimmings 

This Clock may be fitted with alarm, when so ordered, at 75 cents additional, list 




$9.10 



5-inch Iveroid Dial with Convex Glass 

Height, 12 M inches. Length of Base, 17 inches 

Green Marbleized Mouldings. Metal Columns. Gilt Trimmings 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Beil 




5-inch Iveroid Dial with Convex Glass 

Height, 11 inches. Length of Base, 18 \i inches 

Green Metal Columns. Gilt Trimmings 

$9.15 




5-inch Iveroid Dial with Convex Glass 
Height, 10 2^8 inches. Length of Base, 20% inches 
Cathedral Glass Window Effect. Gilt Trimmings 

$9.25 
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Enameled Wood Cases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Gup Bell 




ERMINIE 



White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 15^ inches 

Brown Marbleized Mouldings and Columns. Gilt Trimmings 

$9.75 




White or Fancy 5-inch Dial 

Height, 113^ inches. Length of Base, 17 J^ inches 

Red Marbleized Mouldings. Imitation Onyx Columns. Gilt Trimmings 

$9.50 
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Enameled Wood Gases 

Eight-Day, Patent Regulator, Hour Cathedral Gong, Half-Hour Cup Bell 




CYCLE 

White or Fancy 5-inch Dial 

Height, 11 inches. Length of Base, 143^ inches 

Imitation Onyx Columns. Gilt Trimmings 

$10.00 




White or Fancy 5-inch Dial 
Height, 1234 inches. Length of Base, 17}^ inches 
Green Marbleized Mouldings. Green Metal Columns. Gilt Trimmings 

$10.00 
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Eight-Day Hanging Mission Clocks 

MONTEREY 

Solid Oak, Mission Finish 

Dial, 12% inches. Height, 27 Y> inches* 

Eight-Day, Time . . $5.85 

Eight-Day, Strike 6.85 



ANTWERP 

Solid Oak, Mission Finish 

Dial, 12 inches. Height, 32 inches 

Eight- Day, Time $7.70 

Eight- Day, Strike 8 .70 
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MADRID 



MADRID 

Solid Oak, Mission Finish 

Dial, 12 inches. Height, 28 l A inches 

Eight-Day, Time $7 .30 

Eight-Day, Strike 8 .30 
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Semi-Cabinets 



Dial, 6 inches 
Height, 19 inches 
Eight- Day 
Hour and Half-Hour Strike 

List, each, $3.95 

Six Clocks in a Box 
Two Oak, Two Mission, Two Mahogany 

Finish 

Fitted with Alarms or Gongs 

45 cents additional, list 




SIREN — Oak 
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REBUS 



List, each, $4.35 

Fitted with Alarms, 45 cents 
each additional, list 
Six Clocks in a Box 



New Departure Line 



5-inch Solid Brass Dial 

with Silvered Metal Ornaments 

in Corners 

Eight- Day 

Hour and Half-Hour 

Cathedral Gong Strike 

Two Styles of Case 

Each Style in Three Colors 

Golden Oak, Antique Oak 

and Mahogany Rubbed Finish 

Height, 18 inches 




PALLET 
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Lake Line 



Dial, 6 inches 

Height, 22 inches 

Eight- Day 

Hour and Half-Hour Strike 

Six Clocks in a Box 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 







SENECA — Oak 
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National Line 



Dial, 6 inches 

Height, 22 inches 

Eight-Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Six Styles 

Six Clocks in a Box 

Fitted with Alarms or Gongs 

45 cents additional, list 




CAPITOL 
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Star Line 

Dial, 6 inches 
Height, 22% inches 
Eight- Day- 
Hour and Half- Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




THALIA — Oak 
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Star Line 

Dial, 6 inches 

Height, 22% inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 
45 cents additional, list 




DIANA — Oak 
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King Line 



Dial, 6 inches 

Height, 22^ inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 



mfffffffn g 




HUMBERT — Oak 




EDWARD — Oak 




WILHELM — Oak 
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WESTMINSTER 



Puritan 

Dial, 6 inches 

Height, 24 3^ inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $4.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 



Westminster 



Dial, 6 inches 

Height, 2434 inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $4.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 



PURITAN 
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River Line 

Dial, 6 inches 

Height, 23 inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 
45 cents additional, list 




DELAWARE — Oak 
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River Line 

Dial, 6 inches 

Height, 23 inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 
45 cents additional, list 




SUWANEE — Oak 
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Tablet Line 



Dial, 6 inches 
Height, 22% inches 
Eight- Day- 
Hour and Half-Hour Strike 

List, each, $3.95 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




DOUBLET — Oak 




DULCET — Oak 
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DRAGON — Oak 
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PRISM 




Mirror Line 

Dial, 6 inches 

Height, 22% inches 

Eight- Day 

Hour and Half-Hour Strike 

Mirrors either side of Door 

List, each, $4.25 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




CRYSTAL 



REFLECTOR 
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Star Line 

Barometer and Thermometer 

Dial, 6 inches 

Height, 22% inches 

Eight- Day 

Hour and Half- Hour Strike 

List, each, $4.35 

Fitted with Alarms or Gongs 

45 cents additional, list 

Any Oak or Walnut 

Mantel Clock 

Fitted with Barometer and 

Thermometer, 55 cents 

additional, list 

Six Clocks in a Box 




THALIA — Oak 
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Star Line 

Barometer, Thermometer and 
Calendar 

Dial, 6 inches 

Height, 22% inches 

Eight- Day 

Hour and Half- Hour Strike 

List, each, $4.75 

Six Clocks in a Box 

We cannot fit Alarms in 

Calendar Clocks 




AURORA — Oak 

Barometer, Thermometer and Calendar 



Barometer, 
l Thermometer and Calendar 



MINERVA — Oak 
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Chicago Calendar 

Barometer and Thermometer 

List, each, $5.70 

Six Clocks in a Box 

Any Oak Mantel or 

Hanging Clock 

Fitted with Calendar, 40 cents 

additional, list 

Fitted with Barometer and 

Thermometer, 55jcents 

additional, list 
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CHICAGO CALENDAR — Oak 

Barometer and Thermometer 



Topaz Calendar 

Barometer and Thermometer 
List, each, $5.30 

Dial, 6 inches 

Height, 23 inches 

Eight- Day 

Hour and Half-Hour Strike 

Six Clocks in a Box 



TOPAZ CALENDAR — Oak 

Barometer and Thermometer 
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ITASCA HANGING — Oak 



Suwanee Hanging 

Dial, 6 inches 

Height, 26 inches 

Eight-Day 

Hour and Half-Hour Strike 

List, each, $4.55 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 

Any Oak or Walnut Mantel Clock 
fitted with a Drop Bracket, when so 
ordered, 45 cents additional, list. 
Level, 15 cents additional, list. Cal- 
endar, 40 cents additional, list. 
Thermometer and Barometer, 55 
cents additional, list. 



Itasca Hanging 

Dial, 6 inches 

Height, 253^ inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $4.40 

Fitted with Alarms or Gongs 

45 cents additional, list 

Six Clocks in a Box 




SUWANEE HANGING — Oak 
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Cabinets 

Nos. 19-20-21 



Dial, 6 inches 

Height, 19 3^2 inches 

Eight- Day 

Hour and Half-Hour Strike 

List, each, $3.80 

Fitted with Alarms or Gongs 

45 cents additional, list 

Three Styles 

Six Clocks in a Box 




CABINET No. 21 




CABINET No. 19 







CABINET No. 20 
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Cabinets 

Nos. 7-8 




Dial, 5 inches 

Height, 15}^ inches 

Eight- Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 
45 cents additional, list 
No. 7 has 
Natural Wood Columns 

No. 8 has 

Imitation Onyx Columns 

Six Clocks in a Box 



CABINET No. 7 




CABINET No. 8 
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Cabinets 



Nos. 13 to 18 



tgSBk 



Dial, 5 inches 

Height, 15 3^ inches 

Eight- Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $4.75 

Fitted with Alarms 

45 cents additional, list 

Six Clocks in a Box 
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CABINET No. 13 




CABINET No. 15 
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Cabinets 

Nos. 13 to 18 




CABINET No. 16 




Dial, 5 inches 

Height, 153^ inches 

Eight- Day 

Patent Regulator 

Half- Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $4.75 

Fitted with Alarms 
45 cents additional, list 
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CABINET No. 17 



CABINET No. 18 
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Cabinets 

A to F 



Dial, 5 inches 

Height, 15 3^ inches 

Eight- Day 

Patent Regulator 

Half-Hour Cup Bell 

Hour Cathedral Gong 

White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 

45 cents additional, list 

Six Clocks in a Box 





CABINET No. B 



CABINET No. A 




CABINET No. C 
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Cabinets 

A to F 
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CABINET No. D 




Dial, 5 inches 
Height, 153^2 inches 
Eight- Day- 
Patent Regulator 
Half-Hour Cup Bell 
Hour Cathedral Gong 
White or Fancy Dial 

List, each, $5.00 

Fitted with Alarms 
45 cents additional, list 




CABINET No. E 



CABINET No. F 
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MILFORD — Oak or Walnut 

Dial, 12 inches 

Eight-Day, Time $6 .00 

Eight- Day, Strike 7 .00 




LOBBY — Solid Oak 

Dial, 12 inches 
Eight-Day, Time $7 .70 
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LYRIC — Solid Oak 




Lustre 

Solid Oak 

Dial, 12 inches 
Height, 27 inches 

Eight-Day, Time 

Eight- Day, Strike 

Eight-Day, Time, Calendar 
Eight- Day, Strike, Calendar 



Lyric 

Solid Oak 

Dial, 12 inches 
Height, 27 inches 

Eight- Day, Time 

Eight- Day, Strike 

Eight- Day, Time, Calendar 
Eight- Day, Strike, Calendar 



$5.90 
6.90 
6.30 
7.30 



LUSTRE — Solid Oak 
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IONIC — Rosewood 




Dial, 10 inches. Height, 22 inches 

Eight- Day, Time $6.45 

Eight- Day, Strike 7.45 



IONIC — Mosaic 




Dial, 10 inches Height, 22 inches 

Eight- Day, Time $6.70 

Eight-Day, Strike 7.70 
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HARTFORD — Solid Oak 



DEW DROP 

Imitation Rosewood or Oak Finish 




Dial, 12 inches. Height, 32 inches 

Eight-Day, Time $6.60 

Eight- Day, Strike 7.60 

Eight-Day, Time, Calendar ... 7.00 

Eight- Day, Strike, Calendar ... 8.00 



Dial, 12 inches. Height, 23 3^2 inches 

Eight- Day, Time $5.85 

Eight- Day, Strike 6.85 

Eight-Day, Time, Calendar ... 6.25 

Eight-Day, Strike, Calendar ... 7.25 
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WESTERN UNION — Solid Oak 




COMMERCIAL — Solid Oak 



Dial, 12 inches. Height, 36 inches 

Eight- Day, Time $6.60 

Eight-Day, Strike 7.60 

Eight- Day, Time, Calendar ... 7.00 

Eight-Day, Strike, Calendar ... 8.00 




Dial, 12 inches. Height, 32 inches 

Eight- Day, Time $6.60 

Eight- Day, Strike . 7.60 

Eight-Day, Time, Calendar ... 7.00 

Eight-Day, Strike, Calendar . . . .8.00 
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POSTAL — Solid Oak 



HERALD 

Solid Oak — Rubbed Finish 




Dial, 12 inches. Height, 3134 inches 

Eight-Day, Time $6.90 

Eight- Day, Strike 7.90 

Eight-Day, Time, Calendar ... 7.30 

Eight- Day, Strike, Calendar ... 8.30 



Dial, 12 inches. Height, 33 inches 

Eight-Day, Time $6.90 

Eight- Day, Strike 7.90 

Eight-Day, Time, Calendar ... 7.30 
Eight- Day t Strike, Calendar ... 8.30 
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TRENTON 

Golden Oak or Mahogany Finish 
as Specified 




Dial, 12 inches. Height, 38 inches 

Eight-Day, Time $7.05 

Eight- Day, Strike 8.05 

Eight- Day, Time, Calendar ... 7.45 

Eight- Day, Strike, Calendar ... 8.45 



LANDAU 

Solid Oak — Rubbed Finish 

Golden Oak or Mission Finish 

as Specified 




Dial, 10 inches. Height, 3834 inches 

Eight- Day, Time $7.05 

Eight- Day, Strike 8.05 

Eight- Day, Time, Calendar ... 7.45 

Eight- Day, Strike, Calendar ... 8.45 
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NORTHWESTERN — Solid Oak 




Dial, 12 inches. Height, 39 inches 



Eight- Day, Time 

Eight- Day, Strike .... 
Eight-Day, Time, Calendar 
Eight- Day, Strike, Calendar 



$7.05 

8.05 
7.45 

8.45 
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HIGHLAND 

Solid Oak — Rubbed Finish 



RELIANCE — Solid Oak 




Dial, 12 inches. Height, 37% inches 

Eight-Day, Time $8.00 

Eight- Day, Strike 9.00 

Eight- Day, Time, Calendar ... 8.40 

Eight- Day, Strike, Calendar ... 9.40 



Dial, 12 inches. Height, 38 34 inches 

Eight- Day, Time $8.00 

Eight-Day, Strike 9.00 

Eight- Day, Time, Calendar ... 8.40 

Eight- Day, Strike, Calendar ... 9.40 
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ORMOND 

Solid Oak— Hand Polished 




Dial, 12 inches. Height, 353^ inches 

Eight-Day, Time $11.70 

Eight-Day, Strike 12.70 

Eight- Day, Time, Calendar 12.10 

Eight-Day, Strike, Calendar 13.10 



